AIR AND ELECTRIC 
AUTOMOTIVE POWER TOOLS & ACCESSORIES 


ACTION PACK 


POWER TOOLS FOR THE PROFESSIONAL 


Black & Decker Offers 
a Complete Automotive 
Power Tool Package 


the most complete line of electric and air 
tools, parts and accessories in the 
automotive service industry. 
one year free maintenance on selected 
tools. 
one year guarantee on all tools against 
faulty material or workmanship. 
the largest service network for power 
tools in the automotive aftermarket (243 
service centers, 95 owned and operated 
by Black & Decker). 
complete line of home-use power tools 
for the do-it-yourself market. 

® merchandisers, tool gift centers, displays, 
display fixtures and advertising unequaled 
in the industry. 


See complete index on opposite page. 


EXCLUSIVE | A Black & Decker Free Mainte- 
te nance Certificate is included 
with certain tools. Completed 
MAL XK and returned to Black & Decker, 
. the certificate guarantees a full 

dl Gan year of free maintenance on the 
tool—including parts and labor! 
Evenin the twelfth month of use, 
you may take tools covered by 
the certificate to any of the 95 
Black & Decker Service Centers. 
If anything needs to be adjusted 
or replaced because of normal 
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wear, Black & Decker will take 
care of it without charge. 


When you mail us the Mainte- 
nance Certificate packed with 
the tool, we will send you this 
plastic Free Maintenance Card. 
If your tool needs maintenance, 
simply show this card at your 
nearest B&D Service Center. It 
is instant identification. 
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GUARANTEE 


Black & Decker guarantees, for 
one year, from date of purchase, 
to correct by repair or parts re- 
placement without charge any 
defect due to faulty material or 
workmanship. Simply return the 
complete unit, transportation pre- 
paid, to any Black & Decker 
Service Center or Authorized 
Service Station. Naturally, we as- 
sume no responsibility for dam- 
age caused by misuse, careless 
handling or where repairs have 
been made or attempted by oth- 
ers. No other guarantee, written 
or verbal, is authorized by us. 


6530 3/8” AIR IMPACT WRENCH 


e Ideal for general repair work in service stations, body 
shops, repair shops, car and truck dealerships 

e “Flutter” throttle provides instant one-hand forward/ 
reverse without changing grip 

e Built-in air regulator; hose connection swivels more 


than 180° 


COMPLIES 
[ eee os ft 


6532 3/8” AIR IMPACT WRENCH 


e Features pistol grip handle for removal and replace- 
ment of small fasteners on a workbench 

e Ideal for engine maintenance, transmission work 

e One hand operation—convenient forward/reverse; 


built-in air regulator 


6521 3/8” AIR RATCHET 


e High torque easily handles bolts with rusted, 
painted, deformed or dirty threads 

e Efficient 4-vane air motor 

e All ball and roller bearing construction 


COM PLIES 
WITH 1 OSH 


6540 1/2” AIR IMPACT WRENCH 
e Built-in air silencer for quiet operation 

e Refined valving system for perfect feathering 

e Exclusive trigger adjustment regulates speed 


6541 1/2” AIR IMPACT WRENCH 


e Same as 6540 wrench but with extended shank for 
flip sockets 


6544 1/2” AIR IMPACT WRENCH 
e External air silencing system 
e Power for all automotive service including spring work 


e Ball-bearing construction assures long life under 
heavy-duty use 


6545 1/2” AIR IMPACT WRENCH WITH 
EXTENDED SHANK (includes one flip socket) 


e Same as 6544 but with extended shank for flip sockets 


6564 3/4” AIR IMPACT WRENCH 
e Full ball bearing construction 

e Designed for heavy duty fleet service 

e Built-in air regulator permits use on smaller bolts 


6511 1/2” ELECTRIC IMPACT WRENCH 


e Very high torque at 2700 impacts per minute 


e Exclusive rocker reversing switch for easy change 
of direction 


e Hardened alloy steel impact parts 
e Hog ring for quick socket changes 


6512 1/2” ELECTRIC IMPACT WRENCH 
e Same as 6511 but with ball detent shank 


Gerona | 
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6518 3/4” HEAVY DUTY 
ELECTRIC WRENCH 


e Ideal for fleet work and extra tough jobs 
e Movable side handle and bumper rings 


6574 1” AIR IMPACT WRENCH 


e For wheel mounting and heavy repair on trucks, 
trailers, buses, tractors, etc. 

e Ideal for spring shackle work on concrete mixers, 
tanks, trucks, earth haulers, etc. 

e Built-in regulator 


COMPLIES 
WITH OSHA 


6214 POWER CHISEL 


e Ideal for muffler & tailpipe jobs, cutting and scraping 
e Exclusive patented interlock quick-change spring 
holds bit safely 

e Perfect feathering with exclusive trigger speed 
regulator 


6216 SUPER POWER CHISEL 


e Extra power for muffler or panel work 
e Perfect feathering with exclusive trigger speed 
regulator 


6221 GENERAL PURPOSE 
POWER CHISEL KIT 


e All you need for handling any shop job 

e Includes 6216 Super-Duty Power Chisel 

e Also includes: shock absorber chisel; sheet metal 
cutter; tailpipe cutter; panel cutter; spot weld breaker; 
carrying case 


6215 MUFFLER KIT 


e Everything needed for fast profitable muffler and 
tailpipe work 

e Includes 6214 power chisel and muffler cutter, tail- 
pipe cutter, nut and bolt cutter 


6902 12 VOLT DC WINCH 


e 750 pounds recommended working load; moves 
2,800 pounds up a 20% grade 

¢ Comes with 20 feet of 5/32-inch-diameter galvanized 
steel aircraft cable 


6901 ELECTRICAL REMOTE 
CONTROL MODEL 


e Operates winch from inside vehicle. 

e 1,500 pounds recommended working load; moves 
4,600 pounds up a 20% grade 

¢ Comes with 45 feet of 5/32-inch-diameter galvanized 
steel aircraft cable 


6010 1/4” HEAVY DUTY 
HOLGUN® DRILL 


e Finest quality 1/4” drill you can buy 

e Built for continuous, heavy duty use 

e Uses Black & Decker’s finest drill motor 
e 1700 rpm 


COMPLIES 
WITH OSHA 


6015 1/4” HEAVY DUTY 
SHORTY® DRILL 


e A Black & Decker drill exclusively designed for tight 
working areas 

e Ideal for engine work and general maintenance 

e Very cool running motor 

e 2,000 rpm 


6003D 1/4” VARIABLE SPEED 
REVERSING DRILL 


e Doubles as a reversing screwdriver 

e Double insulated 

e 0-2250 rpm 

e Contoured handle for comfortable control 


Scutes 
[cometies 
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pwn OSH. 


6001D 1/4” DRILL 


e Double-insulated 

e Burnout protected motor 

e A good quality drill at an economical price 
e Ideal for use in shop and home 

e 2250 rom 


6031 3/8” HEAVY DUTY 
HOLGUN® DRILL 

e Highest quality, most powerful 3" drill in our line 
e Constructed for continuous, heavy duty use 

e 1000 rpm 


COMPLIES 
WITH OS fal 


6023 3/8” VARIABLE SPEED 
REVERSING SCRU-DRILL® 


e Features patented shifting mechanism 
e Doubles as a high quality %" drill 

e Torque to drive No. 12 screws 

e 0 to 1000 rpm 


6026D 3/8” VARIABLE SPEED 
REVERSING DRILL 


e Double insulated. Burnout protected motor 
e Doubles as a reversing screwdriver 
e Variable speed switch; contoured handle for 
comfortable control 
e 0 to 1200 rpm 
[sonra | 


6022D 3/8” VARIABLE 
SPEED DRILL 


e Double insulated. Burnout protected motor 
e Variable speed switch for greater versatility 
e¢ Contoured handle for comfortable control 
e 0 to 1200 rpm 


6021D 3/8” DRILL 


e Double insulated. Burnout protected motor 
e A powerful %" drill for a low price 
e 1200 rpm 


COMPLIES 
WITH OSHA 


6072 3/8” AIR DRILL 


e Feathering trigger throttle controls speed to suit any 
drilling job; very quiet 

e Compact design for easy handling 

e 2300 rpm 


6047 1/2” HEAVY DUTY DRILL 


e Minimum spin- 
dle offset for drill- 
ing tight against 
chassis frames 
and trailer bodies 
® Triple gear re- 
duction for power 
e 450 rpm 


[ courau | 


LW OSHA 


6044 1/2” REVERSING DRILL 


e High torque drill 
e Reversing 
switch for 
versatility 

e Double reduc- 
tion gearing, total 
bearing support 

e 600 rpm 


6042 1/2” REVERSING DRILL 


e Economical spade handle, reversing drill 
e Top mounted auxiliary handle 

e Removable 2-position spade handle 

e 500 rpm 


COMPLIES 
WITH OSHA 


6043D 1/2” VARIABLE SPEED 
REVERSING DRILL 


e Double insulated. Burnout protected motor 
e Easy-to-use reversing switch 

e Variable speed switch with lock button 

e 0 to 550 rpm 


6041D 1/2” DRILL 


e Double insu- 
lated. Burnout 
protected motor 

e A good quality 
drill at an econ- 
omical price 

e Side handle 
gives perfect con- 
trol with larger bits 
e 550 rpm 


1405 3/4” HEAVY DUTY 
REVERSING DRILL 


e Closed-type 
heavy duty ball 
bearings on spin- 
dle and armature 
shaft 

e Taper-mounted 
key-drive chuck 
for slip-proof drive 
in forward and 
reverse 

e Self-aligning 
chuck can be re- 
moved and at- 
tached in seconds 
e375 rpm 


COMPLIES 
WITH OSHA 


6128-09 1700 rpm POLISHER 


e Ideal for compounding/polishing 

e Excellent handling—outstanding balance 
e Checkpoint brush system 

e Large, long-life sealed bearings 


6130-09 2300 rpm POLISHER 


e Excellent general-purpose polisher 

e Handles sized and shaped for comfortable polishing 
e Checkpoint brush system 

e Excellent balance and weight 


(ieee 
WITH OSHA 


6132-09 3000 rpm POLISHER 


e Perfect for acrylic-type lacquer finishes 
e Large-sealed bearings and hardened spiral-bevel gears 
e Excellent handling, outstanding balance 


COMPLIES 
WITH OSHA 


6126 2300 rpm POLISHER 


e Ball and roller bearings for top 
performance; Helicon" gearing for long life 

e Compact, lightweight, with big 7-amp motor 
¢ Trigger switch with lock button 

e Most economically priced polisher 


6102-09 9” HEAVY DUTY 
DISC SANDER 
e Convenient reversible side handle 


e Instant-release trigger switch with lock button 
e Spindle lock for easy pad removal 
e 4800 rpm 


6105-09 EXTRA HEAVY DUTY 
DISC SANDER 


e Checkpoint brush system ¢ Nonmarring tool rest 
e Self-locking side handle e 5000 rpm 


6106-09 EXTRA HEAVY DUTY 
DISC SANDER 


e Same as 6105-09 except with 6000 rpm for 
extremely heavy-duty high-speed sanding 


6101 7” DISC SANDER 


e Designed for general automotive use 

e Reversible side handle; trigger switch with lock button 
e Nonmarring tool rests 

e 4000 rpm 


COMPLIES 
WITH OSHA 


6173 RANDOM ORBIT 
AIR SANDER 


e Ideal for feather edging—no swirl marks, no streaks 
e 12,000 RPM—speed for the pro! 


e Built-in air regulator for better control 


6150 DISC AIR SANDER 


e Ideal for touch-up work 

e Accepts either 4" or 5" backing disc 

e Exclusive trigger adjustment regulates speed 
e 15,000 rpm 


COMPLIES 
WITH OSHA 


6165 AIR JITTERBUG SANDER 


e Uses 3" x 8" abrasive paper 
e High production speed, 6000 orbits per minute 
e Sensitive palm throttle permits 1-hand control 


6166 AIR JITTERBUG SANDER 


e Same as 6165 except uses 3%" x 9” abrasive paper 


6122 ELECTRIC FINISHING SANDER 


e Self-adjusting paper clamp holds up to 4 sheets 

of abrasive paper 

e Double-sealed ball bearings never need lubrication 
e Direct drive and flexible coupling eliminates gear 
wear and belt adjustment 

e 9000 orbits per minute 


COMPLIES 
WITH OSHA 


6115 ELECTRIC DUAL ACTION 
FINISHING SANDER 


e Lever control changes action from orbital motion for 
fast material removal to straight-line motion for the 
finest finishing sanding 

e Flush sands on 3 sides 

e Double insulated. Burnout protected motor 

e 4000 orbits per minute 


6114 ELECTRIC FINISHING SANDER 


e Ideal for general-purpose sanding. Perfect for fine 
finishing metal, wood, plastics 


e Designed for one- and two-hand control with front 
handle for extra control 


e Double insulated. Burnout protected motor 
e 11,000 orbits per minute 


6701D 2-SPEED JIG SAW KIT 


e Includes 6700D 
2-speed jig saw 

e Rip fence 

e Blades and 
carrying case 


COMPLIES 
WITH OSHA 


6700D 2-SPEED JIG SAW 


e Double insu- 
lated. Burnout 
protected motor 
e High speed for 
wood and compo- 
sition; low speed 
for metal and 
plastics 

e Up to 45° bevel 
cut with tilting 
calibrated shoe 


COMPLIES 
WITH OSHA 


6702 VARIABLE SPEED JIG SAW 


e Slide control 
switch on handle 
lets you choose 
the speed to suit 
the job and 
material 

e Calibrated tilting 
shoe for making 
bevel cut up to 
45° and com- 
pound mitre cuts 
e Double insulated 
e Includes wood 
cutting blade 


3004 7 1/4” CIRCULAR SAW 


e Top value gen- 
eral purpose saw 
e Adjustable 
quadrant 

e Includes 74" 
combination 
blade, blade 
wrench 

e 4700 rpm 


6605 10-GALLON DELUXE ALL- 
PURPOSE VACUUM CLEANER 


e Side hose con- 
nection eliminates 
tipping when 
pulled 

e Exclusive cord 
storage area 

e Two large rear 
wheels and small 
front pivot wheel 
give easy mobility 
and stability 

e 100-cfm air 
flow (1 hp, max.) 


Come 
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6600 5-GALLON ALL-PURPOSE 
VACUUM CLEANER 


e Two large rear [eas] 
wheels and small aa 


front pivot wheel 
give easy mobility 
and stability 

e Side hose con- 
nection eliminates 
tipping when 
pulled 

e Exclusive cord 
storage area 

e 100-cfm air flow 
(1 hp, max.) 


6618 HEAVY DUTY WET AND 
DRY VACUUM CLEANER 


e Powerful motor 
creates enough 
suction to pull 
glass chips out of 
carpeting and 
upholstery 

e 120-cfm air 
flow (24% hp, max.) 


6635 10-GALLON HEAVY DUTY 
WET AND DRY VACUUM CLEANER 


e Ideal for heavy 
duty shop jobs 

e Automatic water 
shut-off valve 
stops motor when 
tank is filled 

e Epoxy-lined tank 
prevents rust 

e 100-cfm air flow 
(1.9 hp, max.) 


6620 8-GALLON WET AND DRY 
VACUUM CLEANER 


e Ideal for clean- 
ing car interiors, 
shampooing 
carpets 

e Automatic shut- 
off stops motor 
when tank is 
filled 

e Epoxy-lined tank 
prevents rust 

e 90-cfm air flow 
(1 hp, max.) 


COMPLIES | 
WITH OSH A | 


4330 10” HEAVY DUTY 
BENCH GRINDER 


e Designed for finest dressing, grinding, brushing, 
burnishing and buffing 

e Ball bearing construction throughout 

e Features wide, steel enclosed wheel guards with 
removable end plates and outlets for exhaust ducts, 
and adjustable tool rests and spark shields 

e 1-hp motor 


4325 8” HEAVY DUTY 
BENCH GRINDER 


e Ideal for fleet repair shops 

e U-shaped tool rests give 3-sided support 

e Ball bearing construction, recessed 2-pole push 
button switch 

e %-hp motor 


4315 6” HEAVY DUTY BENCH 
GRINDER (with illuminated eye shields) 


e Great for all grinding, buffing and brushing jobs 
around the shop 

e Heavy duty ball bearing construction throughout 
e ||luminated eye shields give greater visibility and 
protection 

e %4-hp motor 


[cometies 
LWITH OSHA 


4310 6” HEAVY DUTY 
BENCH GRINDER 


e Great for all grinding, buffing and brushing jobs 
around the shop 

e Heavy duty ball bearing construction throughout 
e ¥%-hp motor 


4305 6” BENCH GRINDER 


e Outstanding value for the small shop 

e Features full width wraparound eye shield, adjustable 
tool rests, spark shield and rubber feet 

e 4%4-hp motor 


6135 5” BENCH GRINDER 


e Tremendous versatility at a low price 
e Self-aligning oil impregnated bearings for accuracy 


6305 DELUXE HEAVY DUTY 
VALVE REFACER 


e Two motors drive 
valve collet and 
grinding wheel 
independently 

e Easy-to-adjust 
traverse for accu- 
rate grinding 0° 
to 90° 

e Adjustable end 
stop lets you posi- 
tion every valve 
of a set at the 
same depth in the 
collet 


6337 DELUXE VIBRO-CENTRIC® KIT 


e Includes 6320 
Vibro driver with 
heavy-duty stone- 
dressing stand, 
stone sleeves, 
carrying case, pilot 
turning wrench, 
wire brush, valve- 
guide cleaners, 
pilots, grinding 
stones, handbook 


me 


9301 CORDLESS SOLDERING 
PENCIL 


e Built-in light illuminates soldering area 

e Perfect for hobbies, home repairs. Ideal for 
electricians, repairmen 

e Heats in seconds 

e Finger-tip ON-OFF button for safety and convenience 


[comptes 
LWITH OSHA 


€) Black « Decker: ; 
Cordless 1. Buy one tool 


including tool head 
& “Energy Pak” 


OWN TH 


2. With each additional 
tool you buy only 3. Here’s how you 
the tool head change tool heads 


9001 1/4”CORDLESS DRILL 


e Lightweight; compact 
e Includes built-in chuck key holder 


e The %" drill available as a complete unit (energy pak 
and recharger) or 4" drill head only 


9481 CORDLESS LANTERN 

e 6300 candle power 

e IIluminates for 244 hours on a single charge 

e The lantern can be purchased as a complete unit 
(energy pak and recharger) or the lantern head only 


4300 HEAVY DUTY 
DRILL BIT SHARPENER 


e Sharpens %- to 
Ye-inch bits 

e Indexing chuck 
requires only one 
bit setup 

e Special fine- 
finish wheel will 
last through thou- 
sands of grinding 
operations 

@ Induction type 
motor—no brushes 
to wear out 

e Returns dull, 
worn bits to like- 
new condition 


COMPLIES 
WITH 4 OSHA 


6780 DRILL BIT SHARPENER 


¢ For use in shop 
or home; double 
insulated 

e Bits require no 
oil or lubricant 

e Accepts 11 bit 
sizes, from %" to 36" 


7761 BASIC AIR COMPRESSOR 
WITH INFLATOR KIT AND 
SPRAY GUN 


e Only 3 moving 
parts 

e Sturdy, unbreak- 
able housings of 
lightweigNt, all 
new-design 

e Exclusive B&D 
feature—sprays 
latex paint 

e Sprays any 
paint, varnish, lac- 
quer, any liquid 
from garden 
chemicals to 
household deter- 
gents, degreasers, 
adhesives 


e inflates tires, 
footballs, cushions, 
etc. 

e caulks windows, 
walls, points up 
brick work: 

e mothproofs 
clothes and 
blankets 

e blows dust from 
furnace and air- 
conditioner filters 


7760 BASIC AIR COMPRESSOR 
AND INFLATOR KIT 
(same as 7761 without spray gun) 


Accessories Add 
Value to Every Tool... 
Black & Decker offers 
a complete line: 


Bench Grinder Accessories 
Circular Saw Accessories 
Cordless Product Accessories 
Drill Accessories 
Bench Drill Stands 
Chucks & Keys 
Drill Bits 
Drill Bit Sharpener 
Hole Saws, Mandrels & Pilots 
Engine Reconditioning Accessories 
Valve Grinding Accessories 
Valve Seat Stones 
Valve Seat Pilots 
Extension Cords 
Impact Wrench Accessories 
Jig Saw Accessories 
Polisher Accessories 
Power Chisel Accessories 
Cut-Saw (in-line reciprocating saw) Blades 
Finishing Sander Accessories 
Disc Sander Accessories 
Vacuum Cleaner Accessories 
12 Volt Winch Accessories 


SEE YOUR LOCAL B&D JOBBER 
FOR THE COMPLETE LINE 


Factory cece 
Service Centers .@-"—" 


There are 243 Service Centers (95 owned and 

operated by Black & Decker and 148 independent, 

full-line authorized Centers) located throughout 
the United States...and expanding rapidly. Each 

B&D Service Center is manned by a staff of service 

technicians thoroughly trained in maintaining B&D 

heavy-duty air and electric automotive tools. This 

is the kind of back-up support you'd expect from 
the world’s power-tool leader. For the B&D Ser- 
vice Center nearest you, check the “Yellow Pages.” 

Here are a few reasons why it pays to make use 
of B&D’s service facilities: 

e 95 factory-owned plus 148 Authorized Service Centers 
in continental U.S. and Hawaii...with more to open in 
1976. 

e Over 500 factory-trained technicians and employees 
execute your every service need. 

e Complete inventory of parts at every Service Center... 
for current B&D tools, as well as discontinued models. 

e Complete inventory of accessories for use with all B&D 
tools. 

e Scheduled daily telephone contact between our Fac- 
tory Parts Distribution Center and each Service Center. 

e Air shipments overnight fill orders for items not in stock. 

e Service Centers administer warranties on all B&D tools 
and accessories. 

e Technical information, parts, accessories, service man- 
uals—for those who handle their own repairs. 

Get prompt, efficient, quality service on Black 

& Decker professional tools at your nearest B&D 

Service Center or at any of the listed Authorized 

Service Centers. 


Black & Decker 


quality automotive 
air and electric power 
tools 


All Black & Decker Tools listed in this 
catalog have been listed, where 
applicable, under the re-examination 
service of Underwriters’ Laboratories, 
Inc. for industrial use. 


Black & Decker is a member of: 


BLACK & DECKER MFG. CO 
Towson, Maryland 21204 


Part Number 722889 Printed in U.S.A. 


Form No. 1454 


